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BILL NO. ee CON j 
SPECIAL ORDINANCE no.s- I-AI 


AN ORDINANCE approving City 
Utilities Purchase Order No. 
09773 by the City of Fort 
Wayne, Indiana, by and through 
its Department of Purchasing 
and the General Electric Company, 
for the Water Pollution Control Plant. 
NOW, THEREFORE, BE IT ORDAINED BY THE COMMON 
COUNCIL OF THE CITY OF FORT WAYNE, INDIANA: 
SECTION: 1: That City Utilities Purchase Order 
No. 09773, between the City of Fort Wayne, by and through its 
City Utilities, and the Department of Purchasing with 
the General Electric Company,for the Water Pollution Control 
Plant, respectfully for: 3 
The purchase of the material 
and labor required to remove 
and install (1) motor control 
center at terminal pond #1 
that was damaged after being 
struck by lightning at the 
Water Pollution Control Plant; 
involving a total cost of Eight Thousand, Nine Hundred 
Sixty and 00/100 Dollars ($8,960.00), all as more particularly 
set forth in said Purchase Order #09773, which is on file 
in the Office of the Department of Purchasing, and is by 
reference incorporated herein, made a part hereof, and 
is hereby in all things ratified, confirmed and approved. 
SECTION 2. That this Ordinance shall be in full 


force and effect from and after its passage, and any and 


all necessary approval by the Mayor. a 





APPROVED AS TO FORM 
AND LEGALITY 


JT mat Wendy 
J TIMOTHY AULAY, Qity Attorney 














GENERAL @@ ELECTRIC 


APPARATUS AND ENGINEERING SERVICES 
GENERAL ELECTRIC COMPANY • LAKE SIDE 1 OFFICE BUILDING, SUITE 295 * 2900 LAKE AVENUE 
FORT WAYNE, INDIANA 46805 e (219) 498-3164 


September 18, 1987 


Mr. Gan Troost 
City of Fort Wayne 
Water Pollution Control Plant i : ( Pclkstion Conire; Pian 
One Main St. À L Port 4 wayne, indi ana 
Fort Wayne IN 46802 T 








Dear Gan: 


The Utility & Industrial Sales & Service Division of General Electric 
is pleased to quote an 8000-line MCC .functional replacement of the MCC 
that sustained lightning and power damage. 


General Electric's present MCC design is the 8000-line which replaces 
the 7700-line which you currently have. Basic construction and bus 
systems are the same. The 8000-line uses vertical lift handles with 
the disconnect mechanism. The doors are an integral part of the unit, 
and the doors open in the opposite direction from the 7700-line. 


It is my understanding that the relay panel in unit JB2 was not being 
used in the system operation. Since the. relay panel is not currently 
used, we will quote two different prices. 


Quote #1 - 8000-line MCC functional replacement with outdoor 
enclosure. The relay panel in Unit JB2 will be recovered from 
existing panel and mounted (wires not connected) in the new 

MCC once MCC is installed. Removing and re-mounting.of relay 
panel will be done by GE-U&ISSD on the customer site. The price 
for this equipment sell is $8960.00 plus transportation. 





Quote #2 - This quote consists of the equipment sell of Quote #1 
plus the following work scope. Install and connect relay panel in 
Unit JB2. GE-U&ISSD will functionally test the relay panel for 
proper operation of the equipment supplied. The price for this 
equipment sell is $11,645.00 plus transportation. 
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MR. GAN TROOST 
PAGE TWO 


This quote is good for 30 days, and our Tems and Conditions are 
attached. 


GE-U&ISSD would be happy to quote a "turn key" installation of the 
8000-MCC for the City of Fort Wayne. The installation would consist 
of renoving old MCC and installing new MCC. MCC will be connected 
and tested. 


Thank you for this opportunity to quote a 8000-line MCC. ` If you have 


any questions on the equipment quote or would like a "turn key" 
installation, please give us a call at 219-428-3166. 


Regards, 
JIM LAYTON 
FIELD ENGINEER 


JL/ksc 
Attachment 
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_ Ocree ca 
| Water Pollution Contro! Plant 


Fort Wayne, Indiana 


125 EAST MURRAY STREET | 








FORT WAYNE, IN 4680 
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To: Date: 
WATER P TION CONTROL 10-19-87 
Project Name 
1 MAIN STREET or Number: MOTOR CONTROL CENTER 
Our Reference 
Number: 
FORT WAYNE, IN 46802 101787 
Attention: ‘ Salesperson: 
MR. JAN TROOST C.B. MATHIAS 











We thank you for your inquiry. Subject to the condition that Seller approves Buyer's credit worthiness, this quotation constitutes an offer to sell, 
the acceptance of which is expressly conditional on Buyer’s agreement to the standard terms and conditions on the front and back of this form. 


em Quantity Catalog Number and Description coals ees KC Rate of [Shipping Time 
Cash (Weeks) 
Discount 
1 RAINTITE MOTOR CONTROL CENTER. PER 7925.00 3 WKS 
Se? ANS 1 no I MOTOR CONTROL CENTER TO FIT 4575.00 3 WKS 











ATTACHED SKETCH 











ALTERNATE 


















































F.O.B. Point of Shipment. The prices stated in this quotation shall, Westinghouse 
unless renewed, automatically expire fifteen (15) days from the date Electric Supply Company 
hereof and are, by notice, subject to change at any time. 


FRT. ALLOWED AND PAID we ce eee 


meaner Rn nan 








Read the. first time in full and on motion by [è 


f} f PELAN TF 2 , 
seconded by Veleiro , and duly ado PPE the second time by 
title and referred to the Committee on lar i Ezz (and the 
City Plan Commission for recommendation) and P ic Hearing to- be held after 


due legal notice, at the Council Conference Room 128, City-County Building, 







Fort Wayne, Indiana; on oe ee ee r the- , day 
of rag z at M: rE. Sis T. 
i A pe at f 
DATED: tees F. ix a 





SANDRA E. KENNEDY, CITY CLERK 


Read the thi as in full and on motion by LS, r 
seconded by s MAEZ , and duly adopted, placed on its 
passage. PASSED by the following vote: 


AYES NAYS ABSTAINED ABSENT 
TOTAL VOTES 


BRADBURY 
BURNS 
GiaQUINTA 
HENRY 
LONG 

REDD 
SCHMIDT 


STIER 


Kon 


TALARICO 


DATED: =o re Bates ih Rody bf D 


SANDRA E. KENNEDY, CITY CLERK 





Passed and adopted by the Common Council of the City of Fort Wayne, 
Indiana, as (ANNEXATION) — (APPROPRIATION) ~ (GENERAL) 
(SPECIAL) (ZONING MAP) RDINANCE RESOLUTION NO. DIFF 


on the Gzh dayi of ins 5 
ATTEST e 
ITERA A 
f 
SANDRA E. KENNEDY, CITY CLERK e OFFICER = 


Presented by me to the Mayor of t 










City of Fort Wayne, Indiana, on 


the VA, oh day of FJ z 19 AF 
at the hour of I- FO o'clock_(7 F o eS. 


SANDRA E. KENNEDY, CITY CLERK 7 


Approved and signed by me this DIN day of a a ; 
19 RE , at the hour of ine o'clock A E E E 6 


We 


PAUL HELMKE, MAYOR 





DIGEST SHEET 
TITLE OF ORDINANCE: SPECIAL 


DEPARTMENT REQUESTING ORDINANCE: PURCHASING 
SYNOPSIS OF ORDINANCE: 
roa D Sf Y-0l-3Y 


An ordinance approving City Utilities Purchase Order #09773 with respect to the purchase of 
the material and labor required to remove and install (1) motor control centaer at terminal 
pond #1 that was damaged after being struck by lightning at the Water Pollution Catrol 
Plant. 


EFFECT OF PASSAGE: 


Equipment is used to control flow at pond #1 and #2 at the Water Pollution Control Plant. 


EFFECT OF NON-PASSAGE: 


Without equipment, the plant will not be able to control ponds for storm water treatment 


during inclement weather. 


MONEY INVOLVED (Direct costs, Expenditures, Savings): 
General Electric $8,960.00+/- 


ASSIGNED TO COMMITTEE (President): 


BILL NO. S-88-01-34 


REPORT OF THE COMMITTEE ON CITY UTIEITIES 


WE, YOUR COMMITTEE ON CITY UTILITIES TO WHOM WAS 


REFERRED AN (ORDINANCE) (RESOLWGPEGNH ) approving City 


Utilities Purchase Order No. 09773 by the City of Fort 


Wayne, Indiana, by and through its Department of Purchasing 
and the General Electric Company, for the Water Pollution 


Control Plant 


HAVE HAD SAID (ORDINANCE) (RESOLEERION) UNDER CONSIDERATION 
AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 


(ORDINANCE) (RESQHURKORK BPS Raheem ee e 


ES NO 


PAUL M. BURNS 


, CHAIRMAN 
A BL CHARLES B. REDD 


) VICE CHAIRMAN 
MARK E. GiaQUINTA 


rA 


Mahl MGC 


of be [Aik = 









20 SAMUEL J. TALARICO 


JAMES S. STIER 


CONCURRED IN X-Ff- Kd i 


Sandra E. Kennedy 
City Clerk 


